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Mr. Ted Nelson, Engineer 
Interlocking Systems Co. 

Box 1546 

Poughkeepsie, New York 
Dear Mr. Nelson: 

Since we have heard nothing from you since our reply 
to your inquiry on Librascope drums and discs, I am 
wondering if there is any further technical information 
pertaining to your requirement which I can supply. 

Please do not hesitate to call upon me if there is 
any additional help I can give you at the present 
time. 


Very truly yours. 



Gerald J. Hoffman 


Applications Engineer 
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September 18 , 1964 


Mr, Ted Nelson, Engineer 
Interlocking Systems Co, 

Box 1546 

Poughkeepsie, New York 
Dear Mr. Nelson* 

Since we have heard nothing from you since ourereply 
to your inquiry on Librascope dr uias and discs, 1 am 
wondering if there is any further technical information 
pertaining to your requirementwwhieh I can supply. 

Please do not hesitate to call upon aw if there is 
any additional help I can give you at the present 
time. 

Very truly yours. 


Gerald J, Hoffman 
Applications Engineer 
Atlantic Regional Office 
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